To:  Hull,  George[Hull. George@epa.gov] 

From:  Google  Alerts 

Sent:  Mon  8/1 0/2015  4:30:43  PM 

Subject:  Google  Alert  - epa 


epa 

As-it-happens  update  □ August  10,  2015 

NEWS 


Officials  continue  to  deal  with  effect  of  toxic  mine  spill  in  Animas  River 

USA  TODAY 

FARMINGTON,  N.M.  — As  officials  from  the  Environmental  Protection  Agency  said  the  Gold  King  Mine 
discharged  an  estimated  3 million  gallons  of ... 
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